NAWORTH   CASTLE

specimen of ancient inconvenience, of magnificence and little-
ness ; the rooms numerous, accessible by sixteen staircases
with frequent ascents and descents into the bargain ; . . . the
doors almost wholly cased with iron, many with ponderous
hinges and with massive bolts which make a harsh and horrid
clang that echoes in the winding passages '. Much damage was
done by a fire in 1844, but none the less Naworth to-day
remains one of the most architecturally interesting castles of
the north country.
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